TOMCAT TC70 


On the Quantum hard drive* the white 
| wire of the LED connector goes towards | 
, the outside . , 
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NOTE: The Video Select DIP Header is 
shipped with 8 resistors on it. This is 
setup for a analog monitor. To use 
V0-V7 from the Video Connector the DIP 
header should be replaced with a header 
with 8 shorting wires on it . A header 
like this will be shipped with the 
optional satellite Palatte controller 
board. 
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